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APPENDIX

NUMBER
	DATE!
	TITLE

352,382
	Nov.      9, 1886
	Pressure Regulator and Cut-Off.

352,725
	Nov.    16, 1886
	Telegraphic Relay.

353,186
	Nov.    23, 1886
	Thermostat.

357,109
	Feb.       1, 1887
	Electrical Interlocking Mechanism for Switches


	
	and Signals.

357,295
	Feb.       8, 1887
	Commutator for Dynamo Electric Machines.

357,296
	Feb.       8, 1887
	Electric Railway Signalling.

358,518
	March   1,1887
	Binding Post.

358,519
	March   1, 1887
	Electropneumatic Interlocking Apparatus.

358,520
	March   1,1887
	Electric Fluid-Pressure Engine.

358,521
	March   1,1887
	Electrically Actuated Fluid-Pressure Motor.

358,713
	March   1,1887
	Electrically Actuated Fluid-Pressure Motor


	
	and Circuits Therefor.

359,303
	March 15,1887
	Fluid-Pressure Motor.

360,070
	March 29, 1887
	Fluid-Pressure Automatic Brake Mechanism.

360,638
	April     5, 1887
	Railway Electric Signalling Apparatus.

365,454
	June    28, 1887
	Long-Distance Gas Distribution.

366,361
	July     12, 1887
	Electric Conductor.

366,362
	July     12, 1887
	Electrical Converter.

366,544
	July     12, 1887
	Electrical Converter.

370,510
	Sept.    27/1887
	Gas Supply System.

373,035
	Nov.      8, 1887
	System of Electrical Distribution.

373,036
	Nov.      8, 1887
	Automatic Circuit Controlling Apparatus for


	
	Systems of Electrical Distribution.

373,037
	Nov.      8, 1887
	System of Electrical Distribution.

373,038
	Nov.      8, 1887
	Converter Box.

373,706
	Nov.    22, 1887
	Locomotive Driver Brake.

374,858
	Dec.     13, 1887
	Dynamo Electric Machine.

376,837
	Jan.     24, 1888
	Fluid-Pressure Automatic Brake Mechanism.

382,920
	May     15, 1888
	Nut Lock.

383,678
	May    29, 1888
	Electric Meter.

383,679
	May    29, 1888
	Mounting Armatures of Dynamos.

383,680
	May    29, 1888
	Electric Meter.

388,163
	Aug.     21, 1888
	System of Gas Distribution.

389,032
	Sept.      4, 1888
	Pressure Regulator and Cut-Off.

390,930
	Oct.       9, 1888
	Synchronizing Electric Generators.

391,997
	Oct.     30, 1888
	Buffing Apparatus.

393,596
	Nov.    27, 1888
	Electric Fluid-Pressure Engine.

399,103
	March   5, 1889
	Brake Shoe.

399,639
	March 12, 1889
	System of Electrical Distribution.

400,420
	March 26, 1889
	Fluid Meter.

400,532
	April     2, 1889
	Service Pipe Connection for Gas Mains.

401,915
	April    23, 1889
	Automatic Pump Governor for Brake Mech-


	
	anisms.

401,916
	April    23, 1889
	Engineer's Brake Valve.

404,139
	May    28, 1889
	System of Electrical Distribution.

405,812
	June    25, 1889
	Compound Engine.

